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Aerial View: 1021 & 1025 Mass Avenue 
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Birdseye View: Rear of Properties (Mill Brook) 


Site/Context Photographs 


Northerly views of 1021 (top) and 1025 
(bottom) structures and parking lots 


Westerly view of wooded upland within 
northern portion of site 


Easterly view of parking lot separating 
site from Mill Brook 


View from property down Mass Ave (East) 


View from property down Mass Ave (West) 


